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11th July, 1975. 


BOGUS EXHAUST VALVES 


Recent experience has confirmed the existence of a source 
of bogus exhaust valves which could be used in Gipsy Queen 
70 engines. Investigations have shown that these valves vary 
significantly from the manufacturer’s specification, but these 
variations are not easily detectable. 


Rolls-Royce (1971) Limited advise that properly released 
valves are identifiable by a five digit part number, together with 
a combined letter/number code relating to internal release 
identification. These marks are positioned around the stem of 
the valve, on the blending radius adjacent to the collet grooves. 
Other markings which may also appear, are the material 
specification and the manufacturer’s inspection number. 


Where the origin of a valve cannot be established to the 
satisfaction of the user, the part should be referred to Rolls- 
Royce (1971) Limited, who will check its authenticity. 


